If your furnace is on the fritz, a beautiful winter snow can quickly become awful freezing days and 
sleepless nights in a home that won't stay warm. Make sure you and your family stay nice and cozy 
this winter by calling a furnace repair company with over a decade of experience serving the 
Knoxville area. At Dean Plumbing, Heating, and Cooling, our number one priority is your 
satisfaction, and we're willing to work hard to earn it. 

The Heating Experts 

When one of our furance technicians comes by your home, he will first provide a free inspection 
and diagnostic of your current system. If it only needs repairs or routine maintenance, our price 
matching and 100% money back guarantee offers will ensure that you'll be happy with both the 
work done and the price you paid for it. If you need a new gas or electric furnace, he will help you 
decide on the proper size and style from all major brands and models. Many new furnaces run much 
more efficiently and quietly, potentially even saving you money in the long run. 

As a locally owned and operated company, our reputation in the Knoxville region is our most 
valuable asset. We pledge to treat you with the respect you deserve as we perform the furnace 
service you need. Don't wait until you're already freezing with a malfunctioning heating system and 
call Dean Plumbing, Heating, and Cooling today to learn more and schedule an appointment. 

A malfunctioning ventilation system can turn your comfortable home into an uncomfortable box at 
the mercy of the day's temperatures. When you need a central heating and air conditioning company 
to return your home into the respite from the outdoors it should be, call Dean Plumbing, Heating, 
and Cooling to receive your free inspection and diagnostic. 

Service You Can Trust 

While we're proud of our expert technicians providing excellence in heating and air condtioning 
service to homes throughout Knoxville, we know that's only half of the equation. When we 
complete a project, we want all of our customers to know they got a great deal on exactly what they 
needed. That's why we assess your space to determine your exact needs before any repairs or new 
installations, offer a price matching to ensure you don't pay more than you need to, and have a 
100% money back guarantee to give you peace of mind. 

At Dean Plumbing, Heating, and Cooling, if you aren't satisfied, we aren't satisfied, and we'll work 
tirelessly until you are. As a locally owned and operated company proud to be serving the Knoxville 
area for over 13 years, we know we're only as successful as our customers are happy with their 
service. Get your home back to the temperature-regulated haven it should be with a heat and air 
conditioning company who does it right and schedule your first appointment today. 


Click here for more information on our services. 


